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NECROLOGY 



HENRY BAUSCH. 

Mr. Henry Bausch, second vice-president of the Bausch & Lomb Opti- 
cal Co., died at Augusta, Ga., March 2d, 1909. He had been ill for some 
time and accompanied by his wife had gone south in January in the hope 
of regaining his health. 

Mr. Bausch was the third son of J. J. Bausch, who, with Henry Lomb, 
organized the immense optical plant which bears their names. He was born 
in Rochester, was educated in the public schools, the old Free Academy, and 
Cornell University. 

In 1875 he entered the St. Paul Street factory of Bausch & Lomb, 
working as did his brothers, at the bench with other workmen and starting 
in at the bottom in order that he might learn every part of the business. He 
had been especially interested in the microscope and scientific apparatus 
department, his early training and natural aptitude making him particularly 
competent to assist in developing the manufacture of these instruments and 
to supervise their construction. 

During his business life he gave much time and attention to the 
manufacture of the optical parts of the instruments, and this in the face of 
extraordinary difficulties, for in the days when he was struggling with this 
branch of science the opportunities for procuring such knowledge were few. 

In 1888 Mr. Bausch married; his wife and one daughter, their only 
child, survive him. 

Modest and retiring in disposition, Mr. Bausch devoted himself to his 
family and to the great manufacturing industry he had helped to build up. 
He has long been an honored member of the American Microscopical 
Society. 
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